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PRESENT 


Cel. William A. Dedds, OACSI Lt. (jg) James M. Carr, ONI 
Cel, Rimere G. Lawten, OACSI Cel. William L. Walker, AF OIN 
; Myr, Arthur C, Lundahl, CLA 
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i. Fails meeting was convened to examine the possibility that we 
might have overlooked high prierity targets for mapping. 

2. The conclusion of this greup was that each of the Services was 
slerted te make any farther investigation which it felt aecessary on this 
question but that pending new information fram the Services the Preject 
would understand that previous jndgmente on targets atill. stand. 


3, In the course of the discussion it was revealed that there are 


real limitations in the use of AQUATONE photogra fox mapping 
because of the lack of adequate geodetic screen gal | cat 


4. ee nd ations inquired whether the needs for 


PT Report on c erage, whenever aceomplished, required 
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S one-day, ac agsinet a three-day, transmission | 
Me explained that to previde one-day transmission, a &. urre 
a heavy burden on Air Force transport ona unless really reguired ought not 
be used, 


S. It was agreed that, in the face of the fact that the Ad Hoc enw 
Requirements Committee ie not currently urgently calling Oe 
photegraphy but has submitted requirements in the event it is feas 
on all sceres to make occasional missions, the slower transmission of 
the film td would he satisfactory. It was understecd that the 
Aé Hoc Regqsiremente Committee would reserve the rian to request more 

prompt tranemiseion if circumstances warranted. 
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